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CONPIDENTIAL PARIS 18892 

USOECD 

EXCON 

E.O. 11652:XGDS1 

TAGS: ESTC, COCOM, UK, UR 

SUBJ: UK IMAGE CONVERTER CAMERAS TO USSR IE 1585 
REFS: A) COCOM DOC. (77) 319, B) STATE 111280 

1. UKDEL HAS WITHDRAWN POLLOWING THREE CAMERA WITH ASSO- 
CIATED SPARE PARTS FROM CASE: 

A. IMACON 790 SL IMAGE CONVERTER CAMERA COMPLETE 
WITH 1 TIMES 10 TO THE SIXTH, 5 TIMES 10 TO THE 

SIXTH AND 2 TIME 10 TO THE SEVENTH PS, MS PLUG-IN 
UNITS AND ACCESSORIES. 

B. IMACON 790 S20 IMAGE CONVERTER CAMERA. 

C. IMACON 675 S20 IMAGE CONVERTER CAMERA. 

THE TOTAL VALUE OP ONE REMAINING IMACON 675 SL IMAGE CON- 
VERTER CAMERA WITH SPARE PARTS IS $60,543. 

2. ACTION REQUESTED: US VIEWS WILL BE REQUIRED BY JULY 6. 
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